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Message Text 

CONFIDENTIAL 

PAGE 01 PANAMA 05271 24I537Z 
ACTION OC-06 

INTO OCT-OI ARA-IO ISO-00 CCO-00 SY-05 A-OI FBOE-00 
/023 W 

037557 24I629Z/50 

P24I535ZJUL78 

PM AMEMBASSY PANAMA 

TO SECSTATE WASHDC PRIORITY 8099 

CONPIDENTIAL PANAMA 05271 

DEPT FOR A/OC/RCO/ARA AND A/SY/OPS/T FROM RTC 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJECT: AIR CONDITIONING SHIRT PEP ENCLOSURE 

REF: PANAMA 05263 

1 . FAILURE OP BOTH WINDOW AIR CONDITIONER UNITS OVER 
WEEK-END AGGRAVATES THE NEED POR ACTION ON REPTEL. 

2. RTC CAN INSTALL DUCTING IN SUCH A MANNER SO THAT 
WINDOW AC CAN BE USED IN EMERGENCY, WHILE AREA AC SYSTEM 
IS USED ROUTINELY. 

3. WE REQUEST PROMPT REPLY. JORDEN 


CONPIDENTIAL 
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